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BILL NO. S-74-01- 

SPECIAL ORDINANCE NO.S- 




AN ORDINANCE approving a certain bid document 
with DON AYRES PONTIAC AND POINSATTE 
MOTORS, INC. for passenger cars. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 

SECTION 1. A certain bid document Ref. No. 559 dated December 20, 

1973, between the City of Fort Wayne, by and through its Mayor and the Board 

of Public Safety, DON AYRES PONTIAC and POINSATTE MOTORS, INC for 

Don Ayres Pontiac (Purchase Order No. 3-21902H) 

One (1) Passenger Car with trade $ 3,823.99 

Poinsatte Motors, Inc. (Purchase Order No. 3-21903H) 

Two (2) Passenger Cars with trade $ 7,278.46 


TOTAL 


$11,102.45 


as more specifically set forth in said bid document Ref. No. 559 and said purchase 
orders which are on file in the office of the Department of Purchasing, and are by 
reference incorporated herein and made a part hereof, is hereby in all things 
ratified, confirmed and approved. 

SECTION 2 . This Ordinance shall be in full force and effect from and 


after its passage and approval by the Mayor 


1&4L 


~r 


Councilman 




'VED AS TO F™ 
3AUTV,. 


u r\ sy 




G, T\ ATTORMHV 


















































































































Bill No. S-74-01-08 


REPORT OF THE COMdITTEE ON FINANCE 


We 9 your Committee on _ Finance _ to whom was referred an Ordinance 

Approving a certain bid document with DON AYRES PONTIAC 

and POINSATTE MOTORS, INC, for passenger cars 



CONCURRED IN 

W, WESTEMAN, GTY W 







































Purchasing Department 


January 9, 19 7 U 


Board of Public Safety-Fire Dept. 

One Wain St., City-County Bldg. 

Fort Wayne 5 Indiana U6802 

Attn; Chief Heckman Subject; Bid No. 999 

(3) Passenger Cars 


Attached are copies of the successful bidders. 

Don Ayres Pontiac (P.0. 3-21902H) 

Item 1 - One (1) Passenger Car with trade-in $3,823.99 
Ponsatte Motors, Inc. (P.O. 3-21903H) 

Item 2 - Two (2) Pasenger Cars with trade-in $7,2?8.U6 
Tabulation sheet is attached. 


$11,102,119 Total 




COMPUTATION OF BIDS 

BID REF. 559 

CLOSING DATE 12/20/73 

Fire Department 

Item 1 

One (l) Passenger 

Car 

-J,- - —J-Xl-. 

Item 2 

Two (2) Passenger 

Cars 



IT- Z.3C3- ^ ' 

Poinsatte Motors 

TOTAL ZZZ-trZZ 

TOTAL $ 7^ 

TOTAL $ 

TOTAL $ 

LESS TAX 

LESS TAX' 

LESS TAX 

LESS TAX 

LESS TRADE 

LESS TRADE 33 /-;A' 

LESS TRADE 

LESS TRADE 
LESS DISC 
TOTAL 

LESS DISC 

LESS DISC 3/33' 3-t' : 

LESS DISC 

TOTAL 

total 9£w:jsz 

TOTAL 





Hefner Chevrolet 

yi<S*~c:s\ A/A / 

TOTAL $ X? glo 

TOTAL $ /Z fAF- 33 

TOTAL $ 

TOTAL $ 

LESS TAX - " 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TRADE . &(P 

LESS TRADE 

LESS TRADE 

LESS TRADE 
LESS DISC 

LESS DISC /bAAFA 

less disc /£>#£ .£53 

LESS DISC 

TOTAL 

TOTAL ^ S/5>;/. '/y 

TOTAL 

TOTAL 


... LzZJJz 




7z^ SSI . A9C~ 





TOTAL $ 9# 

TOTAL $ //;/%?. 

TOTAL $ 

TOTAL $ 

Don Ayres Pontiac 

LESS TAX ' . 9& 

LESS TAX ^ % r 'a?0 

LESS TAX 

LESS TAX 


LESS TRADE ■ & O 

LESS TRADE 

LESS TRADE 

LESS TRADE 


LESS DISC '9.3d.£>/ 

LESS DISC /ASA A3 

LESS DISC 

LESS DISC 


TOTAL 3/J3- . 99 

TOTAL S/isAy/ 

TOTAL 

TOTAL 

. — --——,-y£I- , ^ ---- - 

' / 




&> - (ck if #&.■ 6 & 

Jzrgzerisf-- 




X? 1 

TOTAL $ yro99 , 9& 

TOTAL $ /Af/Z & / 

TOTAL $ 

TOTAL $ 

/I // / 

/ / // /y /? . j ( /? s.f w 

LESS TAX • && 

LESS TAX 

LESS TAX 

LESS TAX 

/J c ^ S' 

LESS TRADE / %£5 . L> O 

LESS TRADE 

LESS TRADE 

LESS TRADE 

'Z— r __ A 

LESS DISC f/siS, 9V 

LESS DISC 93 So/ 

LESS DISC 

LESS DISC 

'' / 3 — S 

TOTAL 3 1/49 9 & 

TOTAL 9/3. A o 

TOTAL 

TOTAL 

-pTI- 

~y/ 

@3 yZV \—A 




TOTAL $ 

TOTAL $ 

TOTAL $ 

TOTAL $ 


LESS TAX 

LESS TAX 

LESS TAX 

LESS TAX 


LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS TRADE 


LESS DISC 

LESS DISC 

LESS DISC 

LESS DISC 


TOTAL 

TOTAL 

TOTAL 

TOTAL 







TOTAL $ 

TOTAL $ 

TOTAL $ 

TOTAL $ 


LESS TAX 

LESS TA5r“ 

LESS TAX 

LESS TAX 


LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS TRADE 


LESS DISC 

LESS DISC 

LESS DISC 

LESS DISC 


TOTAL 

TOTAL 

TOTAL 

TOTAL 







































































































































CITY OF FORT WAYNE 


^ JL JL 


DEPARTMENT OF PURCHASES 

Number One Main S i „ , Ft. Wayne, Ind. 

INVITATION 


46802 


Quot&tkm», rmbjcot to tho conditione on th« reverse hereof, aro requratad on tho follorrins liit of 
rustcriAl>i, ftvppUoa, cquipzasafc or sarvicoa, for the department as mention flti* with deli very to d»-3t!nation 
fT■ r F l? ^rO ^Quotations fthaU include ftU ch3.ry<ys for, de livery. etc. A&areM your reply os 

i n d ic&bs.i )x? iov?. • 1 " ~ ' ' r^r^rnr^—2*3-7037) 

t' j' i ii A • -1. . DemOtrOXX — r d a rivi T OP D I I P /* l-i A crc 

eorrvftsstfulynce, c'. A . to /..'it. a£ - _■ ___ 0 E PA R 1 M EN T OF PURCHASE^ 


Vf 


to 

< Room 3£i£B:, Number OnQ Main St., Ft. Wayne, Ind. 46802 


REQUIRED FOR DELIVERY TO: 


Department 
or ■ Division- 


Fire Department 
’3rd Fir., City-County Bldg. 

One Main St., Ft. .-Jayne, Indiana U6802 


Page- 


13 


oi_ 


559 


Ref. No_ 

Date Dec g :ilber 7, 1973 

Date wanted_ 


Show Best Delivery 


Fund , 

Appropriation No. 1 - j ~ ! ~ ! 


Address__ 

RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 

Time^of P.id n- 10:30 A.M., Thursday, December 20, 1973 _ 

TAXESs THE CITY IS EXEMPT FROM FEDI'RAI. EXCISE AND INDIANA STATE SALES TAX. THE CITY’S INDIANA SALES TAX EXEMPTION 
CIUvTIFaCATJS DUMBER IS NO. ZLoQS. PRICSS SHOULD NOT INCLUDE. THESIS TAXES. So* "Instruct]ona to Bidders" No. 10 on reverse hereof for details. 

TAX EXEMPT (Unless otherwise indicated) 


QetnUir 


Uuit 


IS&Sorieln, SuppiiM, Bquipniont or Sarrices 


ITEM 1 

Passenger Car, as per specifications enclosed. 
ITEM 2 

Passenger Cars, as per specifications enclosed. 


Trade-in may be inspected at City-County Building by 
contacting Bill White, U23-701U between 8-5 P.M. 
for appointment. 


Vj>vU 

Price 


?«tcl 

Ixvsxnmt 


NO 


B:J Bond .requirsd □ 


YES 

□ 


5M of T Mr1 


NO 


Performance Bond :Q: 


YES 

□ 


. ^ __ &&» lpstruction item Mo. 18 on reverse cld$» hereof. 

Term?. J\'w7 

Jl% cash discount Lf paid within_r££]l_days from delivery and acceptance of goods or completion of cervices. 


PROPOSAL OR BID 


In com pi: 
tirs* from cc. 
Prictf f-ti epp 


fane* vnft\ tb* cbyye Invitation for and c uhjsct. to all condition# ilia reef, tho undersigned offara wad Rjrrooa, if this bid tvi octepted within a lr^ou-ibki 
o ci closing, to furnish any or all of the itern* or render such serviooB upon which pricoa ora quoted, in accwdaneo with tbo specifications ppplylnsr and s-.t tha 
It# cwh itjun, ‘ ■ (rO 

Delivery of any or all of the itemo or completion of services indicated shall be made within_days from receipt of order®! 

A* delivery ?n,ny ba o. (taridin# factor in th* award of *xx order, it la important that bidd^rp 
furnish the information roQue&tad obonfo. 

Sig'A K«oO » 

/) 


IMPORTANT 7W 


r 


n 


j2.c?AL./lj/M.&.£. . 

' Non. Oi Corner./ 


Cara pen? 

Per .TSO»... 




L 


Add re** 


rv.». 























































(towel cJ 

W«a oJ Ho« Waspw, ifw.sj 


GENERAL CONDITIONS, INSTRUCTIONS TO BIDDERS AND INFORMATION FOE BIDDERS- 


I. C peck'd Conditions: Special conditions included in the Eld Document shall take precedence over any provisions stipulated hereunder. , 

5. Apptiesblo Lows: Tne Rev i red statutes of the State of Indiana, and all City ordinances Insofar to they apply to the laws of competitive bidding-, 
contracts, and purchases, arc made a part hereof. 

6. Woriauen’s Compensation: Insofar as Workmen'll Compensation Act is concerned, the bidder or contractor agrees to fumicb an official, certifi¬ 
cate, from the Industrial Board of .Indiana, showing that he is in compliance with such lew, whenever such certificates are required in the E'd 
Document. 

d. .Infringements cud Indemnifications: The bidder, if awarded r.n order or contract, agrees to protect, defend, and cave the City hartnlefs against 
any demand for payment for the use of any patented ■ material, process, article, or device that may enter into the manufacture, construction, or 
form a pert of the work covered by cither order or contract and be further agrees to indemnify nnd save the City harmless from suits or actlono 
of every nature nnd description brought against it, for or on account of any injuries or damages received or sustained by a party or parties, by or 
froen nny of the acta of the contractor, his servants, or agents. 

To this extent the bidder or contractor agrees to furnisli adequate Public Liability and Property Damage Insurance, the amount of which will Li 
determined by the City whenever such insurance is deemed necessary. When so required the types and amounts of insurance to be provided is 
act forth in the Bid Document. 

5. Pricing: Prices should be Btatsd in units of quantity specified in the Bid Document. In cose of discrepancy in computing the amount of the bid 
th© unit prices quoted will govern. 

6. Delivery: Quotationo should Include all charges for delivery, packing, crating, containers, etc. Unless otherwise rioted by the bidder prices 
quoted will bo considered no being based on delivery to the destination designated in the Bid Document and to Include ell delivery and packing 
charges. 

’ 7. Specifications: Unless otherwise stated by the bidder the proposal will be considered os being in strict accordance with the cpccificstions out¬ 
lined in the Bid Document. 

References to a particular trad^ name, manufacturer’s catalog or model number are made for descriptive purposes to guide the bidder in inter¬ 
preting the requirements of the City. They should not he construed as excluding proposals on other types of materials, equipment and cuppliea. 
However tho bidder, if awarded n contract, will be required to furnish the particular item referred to in the specifications or description unices 
a departure or substitution is clearly noted and described in the proposal. 

8. EsrapU-a: Samples, when requested, must be furnished free of expense to the City and if not destroyed, will upon request be returned at the 
bidder’s expehse. 

8. Caoh Discounts: Time in connection with cash discount offered, will be computed from date of delivery nnd acceptance at final destination or 
from date properly exocuted claim voucher is received, if the latter date is later than tho date of delivery and acceptance. 

10. Taxes: The City lo generally exempt from Federal Excise and Indiana State Sales Tax. Quotations must be separated to show tho amount to 
be added for taxes of any kind if applicable. Prices should not include tax. The City will pay nuch taxes as are applicable to this purchase. 
Exemption forms will be furnished wherever necessary. Taxes wherever indicated and which are applicable to this purchase, will not bo subject 
to any trade or cash discounts. 

II. Bid Informalities and Rejection: The City reserves the right to waive informalities not inconsistent with law or to reject any or all Lida. 

12. Award: Unless otherwise specified in the Bid Document the City reserves the right to accept any item in the bid. Unices otherwise stated in 
the Bid Document bidders may submit proposals on any item or group of items, provided however that the unit prices are shown aa requested. 


IS. Payments: Partial payments may be made upon presentation of properly executed claim voucher unices otherwise stated In the Bid Document. 
Tho final payment will be made by the City when the materials, supplies or equipment has been fully delivered and accepted or the work eons- 
plcted to tha full catiof&ction of the City. 

14. EJ&fer'a £Jgr»i£tarc: Each proposal form must bo signed by tho bidder with hio usual signature. All signatures should be* in full. 

Bids by partnership should include too names of toe partners composing the partnership nnd must be signed by one or more of toe partners In 
toe following manner: ’’John Jonas and James Smith, d.b.a., Smith-Jones Company, by John Jones, a partner • 

Bids by corporations must be signed with the nnroos of the corporation, followed by tha signature and designation of the president, vice-president, 
or per con f.uiborisod to bind it in the matter. 

15. Tha BPCCKScfvJ bidder, or contractor, agrees that ho will comply with Indiana Acts 1961, chapter 208, section 10. being Burns Indians Statute 
40-2S16-1M1 supplement requiring such bidder, contractor, or his subcontractor not to discriminate with respect to hiring, tor.uro, terms, oonuL 
tione, or privileges oi employment because of race, color religion, national origin or ancestry. 

SC. Unless otherwise specifically indicated under tho individual listing In the legal advertisement or invitation to bid. all bids shall be subject to 
fas folio wing. 

o) A Bid bond, deposit of cash, certified check or Bank Cashiers Chock, in tha amount specified, drawn on a solvent bank paynb.a to to© 
City of Fort Wayne or to tho contrectlrtg division thereof. 

b) The successful bidder will bo required to furnish a bond or Certified Cheek on a solvent bank, payable to the City of Fort V.’ayno or 
to tbs contrzxtinff divieiem tit or voi, in tha wnount specified in tha notice of bids -minted or the Invitation to bid, as R tniarantes for tie 
faithful performance thereof. 


S7# Cce.bmlsrica nud Receipt of Bidat 

a) Proposals, to receive conolucrnfion, must ba resolved prior to tbe r pacified time of closing ns deeljmated in tho Invitation. 

£>) Blddcro muet ueo tha Bid Document proposal form furnished by the City as none other vrill be accepted, 
intact. Removal of any part thereof’ tuf.y invalidate the bid. 

c) Bidders are requsciad to uw> tho Bid Envelope if furnished by the City, or other similarly identified envelope to a**ure 
Envelopes eboula be sealed when submitted with information on tho faco of the Bid Envelope to Identify the bid, e.g., 
tad dates of closing and City /.goner involved. 

d) Csparato proposals must bo submitted on each refsranoa number. 

recti on a thereon may he rejected unless explained or noted over the signature of the bluder. 


Proposal forms must bo returned 


Bid Reference nurabtff 


Fpppwal* bavins any erasure, or con-o 
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Specifications for One (1) Passenger Car (Fire Chief’s) second line or better, 
including all equipment listed as standard in manufactuer's printed literature 
describing the vehicle, unless superceded by special equipment specified herein 




Base Price: 

r*. 

3854.90 



Freight: 

cb 

V 

55.00 

1. 

Year: 

197U. 

$ 


2. 

Body Type:. 

Four (Ii) Door Sedan. 

$ 

— 

3. 

Color: 

Red, Cloth - Vinyl interior 

.-+» 

4> 

. 27.00 



(Black) 



■in 

Glass: 

All tinted. 

$ 

49.00 

3. 

Wheelbase: 

121" minimum. 


— 

6. 

Engine Type: 

V-8, 

S 

.. NC 

7. 

Engine KP: 

163 Net H.P. 



b. 

Engine Cu. In: 

■ 330 Cu. In. 

•P 

NC.. 

9* 

Full Wheel Covers: 

Required. 

-P 

26.00 

10. 

Glove Box Light: 

Required. . 

$ 

STD 

11. 

Rear Axle: 

Performance axle, approximately 
3.08 gear ratio. 

$ 

STD 

12. 

Transmission: 

Automatic, H.D. 

$ 

34.00 

13. 

Windshield Wipers: 

2 Speed electric w/washers. 

3 

std 

lit. 

Sun Visors: 

Dual. 

$ 

STD 

19. 

Arm Rests: 

Dual. 

$ 

.. STD 

16. 

Seat Belts: 

Front & rear, 6000 lb. test, 
metal to metal black. 

-s 

STD 

17. 

Tires (3): 

HR73-13 steel belted radial tires, 
white strips. 

$ 

155.00 

f—' 

CO 

• 

Charging System: 

100 Amp. alternator, regulator 
low cut-in. 

6 

INC 

19. 

Body Side Molding: 
(Protective) 

Required. 

>p 

31.00 

20. 

Electrical System:- 

12 Volt. 

■p 

STD 

21. 

Mirrors: 

Left & right outside, inside 
rearview, inside control on left 
side mirror. 

$ 

26.00 




























-ITEM 

1 

(Continued) 

Page h 

of 13 


22. 

Hea' 

ters: 

Deluxe fresh air & defroster, 
rear window defroster, electric 
preferred. 

4 

62.00. 

23. 

Brakes: . 

H.D. Pow.r oisc on front nin. 

CPolice Pke 

2U. 

3 J’j 

CX -i- c Ic.i.wti c> j . i* ol- 

0 ijiy and- Chao sis: 



- 

> 

rt * 

Re.uvy Duty oG' Anp Hour Bettery: 

G 

26.00 


3. 

Suspension for radis 

1 tires*. 

$ 

INC 


C. 

Padded Dashi 


$ 

STD 


D. 

U-Way Warning Flashers: 

$ 

STD 


E. 

Back Up-Lights: 


$ 

STD 


F. 

Trunk Light and Electric Lock: 

$ 

17.00 


G. 

A.M. Radio: 


$ 

85.00 

25. 

Air 

Conditioning: 

Factory installed-manual. 

$ 

431.00 

26. 

Steering: 

Power. 

$ 

STD 

27. 

Differential: 

Power lock or equal. 


45.00 

28. 

CiS 

arette Lighter: 

Required. 

G 

STD 

29. 

Full Warranty: 

Required. 

4 

STD 

Trade-In 

: 1967 Chevrolet 

50.00 






Total: 

. $ 

4923.90 




Less Tax: 

3 

13.90 




Less Trade-in:-- 

$ 

50.00 




Less Discount: 

■-.*) 

1036.01 




Total Net Price: 

.4* 

•p 

3823.99 

























ITEM 1 Page 3 of 13 



SPECIFICATIONS QUESTIONNAIRE 

Bidders Proposal - To Be Completed 

By the Bidder 

1. 

Make: Pontiac Model: Catalina Year: 1974 

' 2._ 

Body: Four Door. Sedan - Model L694 

3. 

Color: Honduras Maroon Code "S M - Interior Vinyl Burgundy 

U. 

Glass; All Tinted 

3. 

Wheelbase: 124" 

6. 

Engine Type: y-8 

7. 

Engine HP: 175 Net HP 

8. 

Engine Cu.IN: 400 cu in 2BBL Carb 

9. 

Full Wheel. Covers: Deluxe - Full 

DO. 

Glove Box Light: Standard 

11. 

Rear Axle: 3.08 

12. 

Transmission: Turbo Hydra-Matic HD Light-Duty Police Patrol 

13. 

Windshield Wipers: 2 Speed Electric w/Washers 

Ih. 

Sun Visors: . Dual 

13. 

Arm Beats: Dual 

16 . 

Seat Belts: Front & Rear 6000 lb fest Metal to Metal - Black 

17. 

Tires (3): HR78-15 WW Steel Belted Radials 

18. 

Charging System: 80 AMP Alternator - Larsest Pontiac Builds 

19. 

Body Side Molding: Vinvl 

20. 

Electrical System: 12 Volt 

21. 

Mirrors! Lt & Rt Outside - Inside Rearview. Inside Control on Lt. 

22. 

Heaters: Fresh Air & Defroster, Electric REar Window Drfroster 

23. 

Brakes: HD Disc on Front; Semi-Metallic lining on Front 

2k. 

Special Equipment: 

A 0 H„D. Battery: Maintenance Free - 80 AMP HR Code 574 

B. Suspension: Suspension for..Radial Tires . 


G.• Padded Dash: Standard 
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ITEM 1 (Questionnaire Continued) 
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D. U-Way Flashers: Standard ___ 

E. Back Up-Lights: Standard ___ 

F. Trunk Lock & Light: Elect. Remote Control and L ight 

G. A.M. Radio: p e lco ____ 

23. Air Conditioning: Factory Installed - .Manu aJ - 

26o Steering: Power -- - -- 

27. Differential: Safe-T-Track ___ 

26. Cigarette Lighter: Standard _____ 

29. Full Warranty: Std Pontiac Warantee ____ 
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Specifications for Two (2) Passenger Cars (Assistant Fire Chief's), Police 
3ody and Chassis, including all equipment listed as standard in manufactuer's 
printed literature describing the vehicle, unless superceded by special 
equipment specified herein. 

Base Price: 


Freight: 


$ 3AS4-90 

$ _5 5 ... OH 


1. 

Year: 

19.7 H. 

A 

2. 

Body Type: 

Four (U) Door-Sedan. 

A 

'T> 

A 

o. 

Color: 

Exterior red, black vinyl 
interior. 

A 

k. 

Glass: 

All tinted. 

S 

s 

3. 

Wheelbase: 

121" minimum. 


6. 

Engine Type: 

V-8. 

*P 

7. 

Engine H.P.: 

163 Net ii.P. i-.iuii.nu;;. 

V 

6. 

Cll. juiio* 

3j?0 Clio iaLLIaXIuC. 1 • 


9. 

Full Wheel Covers: 

Required. 

•5 

10. 

vjXcvs 3 ox Lignt: 

Required. 

$ 

11. 

Rear Axle: 

Performance axle, approximately 
■ 3.08 gear ratio. 

$ 

12. 

Transmission: 

Automatic, H » D * Light police PKG 

$ 

13. 

'Windshield 'Wipers: 

2 Speed electric, w/washers. 

<h 

lU. 

Sun Visors: 

Dual. 

$ 

13. 

Arm Rests: 

Dual. 

'.$■ 

16 . 

Seat Belts: 

Front & rear, 6000 lb., test, 
metal to metal buckle, black. 

$ 

17. 

Tires (3): 

HR78-13 Steel belted, radial with 
white strips. 

4> 

18 . 

Charging System: 

100 Amp alternator, regulator 
low cut-in. 

6 

• 

ON 
i—i 

Body Side Molding: 
(Protective) 

Required. 

ip 

20. 

Electrical System:. 

12 Volt. 

S> 

21. 

Mirrors: 

Left & right outside, inside rear¬ 
view, inside control on left side 
mirror. 



27.00 


49.00 


NC 


NC 


NC 


26.00 


STD 


STD 


iu, nn 

STD 


STD 

STD 


STD 

155.00 


INC 


31.00 


STD 


26 ..Q.Q. 





























ITEM 

2 

(Continued) 

Page 6 

oi 

> 15 ' 

22. 

Heaters: Deluxe fresh air & defroster 





rear window defroster, electric 





preferred. 



62.00 

23. 

Brakes: H.D., Power disc on front 

min. 

4> Police Pkg 

2k. 

Special Equipment, Police Body and Chassis: 





A. 

HoD. Shock Absorber, front & rear: 


$ 

INC 


B. 

H.D. Springs, front & rear: 


$ 

INC 


c. 

H.D.Low Profile front seat; 


$ 

INC 


D. 

H.D. Radiator: 


$ 

20.00 


E. 

H.D. 80 Amp hour battery: 


$ 

26.00 


F. 

Front Stabilizer' bar: 


$ 

INC 


G. 

Padded Dash: 


$ 

INS 


H. 

.■Front & rear floor mats: 


$ 

13.00 


I. 

il-Way Warning Flashers: 


b 

STD 


J. 

Back-Up Lights: 



STD 


K. 

Police Calibrated Speedometer: 


b 

1.00 


L 0 

Trunk Light: 


$ 

3.00 


Mo 

Trunk Lock (Electric): 


b 

14.00 

25. 

Air 

Conditioning: Factory installed. 


$ 

431.00 

26 . 

Steering: Power Steering, 


$ 

STD 

27. 

Dif 

ferential: Power lock or equal. 


$ 

45.00 

CO 

OJ 

Cig 

arette Lighter: Required. 


$ 

'STD- 

29. 

Full Warranty: Required. 


$ 

INC’ ' 



Total: 


$ 

4872.90 



Less Tax: 


4> 

13.90 



Less Trade-in: 


b 

None 



Less Discount: 


$ 

_ 



Total Net Erice:. p er unit 

b 

-3-8-34.21.. 



Total 

Bid 


7668,42 
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SPECIFICATIONS QUES TIONNAIRE 


Bidders Proposal - To Be Completed 
By the 3idder 


1. Year: 1974 


Mode1: Catalina _ Make: Pontiac 


2. - Body: Four Door Sedan Model L694 _ 

3. Color: Honduras Maroon Code "S" Interior Vinyl Burgundy Cod e 172 

U. Glass: All Tinted _ 

3. Wheelbase: 124 " _ 

6 . Engine Type: y _8 _ 

7. Engine H.P.: 175 Net HP __ 

0 . Engine Cu. In: 400 cu in 2BBL Carb _ 

9. Full Wheel Covers: Deluxe - Full _ 

10. Glove Box Eight: Standard __ 

11. Rear Axle: 3 _Q 8 _ 

12. iransmission: Turbo-Hvdramatic H. D. Part of Police 'VW-m . rVc, 

13. v/indshield Wipers: 2 Speed Electric with Washers _ 

llu Sun Visors: p ua i _ 

13. Arm Rests: p ua l _ 

16. Seat Belts: Front & Rear 6000# Test - Metal to Metal _ 

17. Tires (3): HR78X15 WW Steel Belted Radials _ 

18. Charging System: 80 AMP Alternator - Largest Pontiac Builds 

19« Body Side Molding: yp nv ]_ _ 

20. Electrical System: 12 Volt 

21. Mirrors: Lt & Rt Outside - LH Remote Control - Inside Rear V iew 

22. Heaters: _Fxe.s-h.Air & Defroster; Electric Rear Window Defro ster 

23. Brakes. j j i LDii.s , c . - . Q . aJ r on Lt-: -S emi- M e tallic lining ..On Front 
2l|. Special Equipment: 

A. H.D. Shock Absorbers: part.of Steel Belted Tire Pkg 

B. H.D, Springs: Part ..of Steel Belted Tire Pkg _ 

C. H.D. Front Seat: such 



thing as "Low Profile" Available 



































ITEM 2 (Questionnaire Continued) Page 10 of 13 

D. H.D. Radiator: Super Cooling ___ 

H.D. Battery: Maintenance Free - 80 AMP HR 

F. Front Stabilizer bar: STD _ 

G. Padded Dash: OTtr _ 

H. Front &. Rear Mats: Rubber _ 

I. li-Way Flashers: STD 

J. Back-Up-Lights: STD _ _ _ 

K. Police Speedometer: Calibrated @ Factory _ 

L. Trunk Light: jNC _ 

M« Trunk Lock:. Electric - Remote Controlled _ 

23. Air Conditioning: F^rtxiry_Jlu sLa.lle.d Manual _ 

26. Steering: STD _ 

27. Differential: Safe-T -Track _ 

28. Cigarette Lighter: STD _ 

29. lull Warranty: Standard Pontiac Warantee __ 
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Reference No. 


£59 


NON-COLLUSION AFFIDAVIT 


STATE OF INDIANA, 

COUNTY 


SS: 


The undersigned bidder or agent, being duly sworn on oath, says that he has not, nor has any other 
member, representative, or agent of the firm, company, corporation or partnership represented by him, 
entered into any combination, collusion or agreement with any person relative to the price to be bid by 
anyone at such letting, nor to prevent any person from bidding nor to induce anyone to refrain from bid¬ 
ding, and that this bid is made without reference to any other bid and without any agreement, under¬ 
standing or combination with any other person in reference to such bidding. 

He further says that no person or persons, firms, or corporation has, have or will receive directly or 
indirectly, any rebate, fee, gift, commission or thing of value on account of such sale or contract. 



Firm or Corporation 


Subscribed and sworn to before me this-L^t-udday of —is'-fri i/b _ CL ill— v -, 19- 


My Commission Expires 
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Form DP-6 
Short Form 


News 

Sentinel X 
Journal 
Gazette X 


Other 


Page 


of 


REQUEST FOR PUBLICATION 

DATE December 7? 1973 

Kindly publish the following 
.advertisement on the dates as 
shown and issue invoice to * 


* Department Fire Department _ 

3 rd Fir., City-County Bldg. 

Address One Main St., Ft. Wayne, Ind. U6802 


Department of Purchases 
City of Fort Wayne 


' By 


A 





BIDS WANTED - REFERENCE NO. 539 


Sealed Proposals will be received by the City of Fort Wayne at the 

Office of Department of Purchases, Number One Main Street, Room 

470, Fort Wayne,.Indiana, until 10:30 A„H., Thursday, December 2 0, 1973 

_for the following items: 


Three (3) Passenger Cars 


Bid Forms, specifications, etc,, may be obtained upon application at 
the office and address given above. c;.v 

A Bid Bond or Certified Check in the amount of $ ° __ 

__must be submitted with the bid. 

Department of Purchases 
City of Fort Wayne 
By A.T. Demetroff 
Director of Purchases 

INSERT 1st RUN_REPEAT 2nd RUN_Type of Advertising Required 


December 10, 1973 


December 17, 1973 


LEGAL NOTICE X 
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PROPOSAL AND BID SURETY FORM 

PROPOSAL: 

In compliance with the foregoing invitation to bid and subject to all of the conditions thereof the undersigned offers 
and agrees, if this bid is accepted within a reasonable time from date of opening of bids, to enter into a contract in ac¬ 
cordance with the prices stated herein, 

The Legal Advertisement, General Conditions,'Instructions to Bidders, Information for Bidders, Special Conditions, 
Specifications, and Plans applying form a part of this proposal. 

This proposal is supported by the following bid surety as required by law and signatures affixed thereto constitute 
both a proposal and bid surety executed by the bidder. 

BID SURETY (REQUIRED BY LAW): 


BOND FORM: (USE THIS BOND FORM—NO ALTERNATE FORM OF BOND WILL BE CONSIDERED). 

KNOW ALL MEN BY THESE PRESENTS, THAT we, the undersigned, are held and firmly bound unto the City 

of Fort Wayne, State of Indiana, in the sum of ^ ; . 

....Dollars, 

to be paid on demand to said City of Fort Wayne, its successors and assigns for which payment well and truly to. be 
made, we hereby bind ourselves, our heirs, successors, executors, and administrators, jointly and severally firmly by 
these presents. 

The condition of this obligation is such that if the bid or proposal attached hereto and made a part hereof and submitted 
to the within named division of the City of Fort Wayne or its duly constituted agent, is accepted and a contract awarded 
to the undersigned bidder and the said bidder shall within ten (10) days after notice of said award enter into a contract 
with the said City of Fort Wayne, State of Indiana, and shall secure the performance of the same by bond or otherwise 
as may be required to the satisfaction of the City of Fort Wayne, Indiana then this obligation shall be null and void; 
otherwise to be in full force and effect. __ 

If H corporate surety is furnished, if is necessary 
BID CHECK (ALTERNATE FORM OF SURETY): that a certificate authorizing the “nttorney-in-fact" 

Certified ^ ^ fo signrfbe bond accompanying ffec same, 

Cashiers □ Check No... in the sum of ’ J . A*? r y ' ~~ A ^ 


A\ . 


Dollars 
,.. Bank 


f t '- -U / /f / 0 si A ^ A , 


on ...r.:.. 

fc^L T i f _-- \? /.'■ ff- 

is herewith submitted and deposited in lieu of bond under the same terms and conditions as set forth in the above bond. 
Note: If Check is used as Bid Surety—Attach here. 


SIGNATURES (BID SURETY AND PROPOSAL): 


Witnessed by: ( 

A?? 




OTHER PARTIES INTERESTED IN 
THIS PROPOSAL 

(See 14 —Signatures under General Conditons, etc.) 
List all Parties if Partnership 






































FORM- DPZB 5-68 


fllTY 


OF FORT 


/AYNB 


'01 JL ft, 

DEPARTMENT OF PURCHASES 

Number One Main S +. , Ft. Wayne, Ind. 

INVITATION 


46802 


Quotations, fubjoct to the conditions cm ihea rcvcrmi hereof, on tho following Uct of 

ro&t’SrlfJj, cv.pj'Ues, oquipsa^nt or ^'urvioea, for th« depiurknent ew mentioned, v Mth (Ip i Worr t o dfc^t lnwtion 
fts , •'•''' n>T > Quotations shall jncty-qg tli chcirgog f or d c rltvery, ct<;. Address your reply r4 

indicated below. 0 '" ,JI ^TTUUprn! nriU” ^ 42 * 3-7 037 ) 

c i.7r.!I r-’i replica A #1 # D03llG 0roX*X 

coTry^^xidcnoc, cto. to Ait, of _______ _ 

Ut U 

Room i£5ofc. Number One Main St... Ft. Wavne. Ind. 46802 

Addr*- 


DEPARTMENT OF PURCHASES 


REQUIRED FOE DELIVERY TO: 


D?p^rtment 

Ci* DiVisioiL- 


Fire Department 


Address 


”3ra Fir., City-County dldg. . 

One Kairi St., Ft. .vayne, Indiana lj.6802 


Page- 


1 


of. 


13 


559 

Ref. No._ 

D December 7> 1973 

Date wanted_ 


Show Best Delivery 


Fund r 

Appropriation No. 1 Q~f.~. I-tH 


• RETAIN DUPLICATE COPY FOR YOUR FILE 


RETURN ORIGINAL TO THE CITY- 
Time "of Bids—_ 10: 30 A.M., Thursday, December 20, 1973 


TAXES: TEB CITY IS EXEMPT PROM FEDERAL EXCISE AND INDIANA STATE SALES TAX. THE CITY'S INDIANA BALES TAX EXEMPTION 
CERTIFICATE NUMBER IS NO. 5-1608. PRICES SHOULD NOT INCLUDE THESE TAXES. Em "InetiMcOsm* to Bidden” No. 10 on reveres hereof for detelJa. 

m 


TAX EXEMPT (Unless otherwise indicated) 


Qsantily 

Unit 

Materials, Supplies, Equipment or Sorvic^a 

Ur.it 

Price 

Yetal 

AtCMiSt 



ITEM 1 



' 1 


Passenger Car, as per specifications enclosed. 





ITEM 2 



2 

1 


Passenger Cars, as per specifications enclosed. 





Trade-in may be inspected at City-County Building by 
contacting Bill White, U23-701U between 8-5 P.M. 
for appointment. 




NO 

Pid Bond required □ 


YES 


of Did 


Performance Bond 


NO 


YES 

□ 


£ks> ia*tnietion item No. 16 ca reveres tide hereof. 

[Inns_ % cash discount if paid within_days from delivery and acceptance of goods or completion of services. 


PROPOSAL OR BID 


In ccaspli&cc* wjtb tbo above invitation for bids and subject to all condition a thereof, the underfilled ©rfera and 8pro?i, if thla bid bo accepted within a t&sjoa&M* 
th*3® fre.-u date c* cloiinn» to furnish any cr fill'of the items or render auch tervlecti upon which prio** i>x& quoted, in aocordwic* with the apocideationa applying r.r.d ot tda 
pries f-it opposite each i-wsn. 

-days from receipt of order's 

An delivery may be * decidin'? ffiotor in the award of wa order, it is important thet kdkisrs 
fumiadi the infor.nc.tioa requrytei ub-rre, 

EJffit Kcroi 


Delivery of any or all of the items or completion of services indicated shall be made within 

IMPORTANT (fW * 

r" 


n 


Mb VOfZ ■ 



Jfs? Nome of d^Dttny 
r... vi I}? 

?M> O C. M M 'M M 
r //!/i V/5//=r //V/7 


//n/ 

.UP/ 




r/V'-f, "A 
























































GENERAL CONDITIONS, INSTRUCTIONS TO BIDDERS AND INFORMATION FOR BIDDERS 




£ 

a 


*t3 

Ji 

& 


1 , Spsciil Conditions: Special conditions included in the Bid Document shall take precedence over any provisions stipulated hereunder. 

£, Applicable Lavras The Revised statute* of the State of Indiana, and all City ordinances Insofar as they apply to the laws of competitive bidding, 
contracts, »nd purcbaa«8, are made a part hereof. 


O' 


J3 

1 


8. Workmen’* Compensation: Ineofar as Workmen's Compensation Act is concerned, the bidder or contractor agrees to furnish an official, certWS- 
cite from the Industrial Board of Indiana, showing that he is in compliance with such law, whenever such certificates are required in the B’d 
Document. 

d. Infringements and Indemnificationst The bidder, if awarded an order or contract, agrees to protect, defend, and save the City harmless against 
any demand for payment for the use of any patented material, process, article, or device that may enter into the manufacture, construction, or 
form c part of the work covered by either order or contract and he further agrees to indemnify end enve the City harmless from suits or action, 
of every nature and description brought against it, for or on account of any injuries or damages received or sustained by a party or parties, by or 
from nny of tho acta of the contractor, his servants, or agents. 

To this extent the bidder or contractor agrees to furnish adequate Public Liability and Property Damage Insurance, the amount of which will be 
determined by the City whenever such insurance is deemed necessary. When so required the types and amounts of insurance to be provided is 
act forth in the Bid Document. 

6.' Pricings Price* should be stated in units of quantity specified in the Bid Document. In case of discrepancy In computing the amount of fee bid 
the unit prices quoted will govern. 

6. Delivery: Quotations should include all charges for delivery, packing, crating, containers, etc. Unless otherwiso stated by the bidder prices 
quoted will be considered as being based on delivery to the destination designated in the Bid Document and to Include all delivery and packing 
charges. 

V. Specifications: Unless otherwise stated by the bidder the proposal will be considered as being in strict accordance with the specifications out¬ 
lined in the Bid Document 

References to a particular trade name, manufacturer's catalog or model number arc made for descriptive purposes to guide the bidder in inter¬ 
preting the requirements of the City. They should not bo construed as excluding proposals on other types of materials, equipment and supplies. 
However the bidder, if awarded a contract, will be required to furnish tho particular item referred to in the specifications or description Cita 
a departure or substitution is clearly noted and described in the proposal. 

8. Camples: Samples, when requested, must bo furnished free of expense to the City and if not destroyed, will upon request be returned at the 
bidder's expebse. 

8. Cash Discounts: Time in connection with cash discount offered, will be computed from dote of delivery and acceptance r.t final destination or 
from date properly executed claim voucher is received, if tha latter date is later than the date of delivery and acceptance. 

10. Taxes: The City is generally exempt from Federal Excise and Indiana State Sales Tax. Quotations must be separated to show the mount to 
ba added for taxes of any hind if applicable. Prices should not include tax. The City will pay such taxes as ora applicable to this purchase. 
Exemption forma will be furnished wherever necessary. Taxes wherever indicated and which are applicable to this purchase, will not bo subject 
to eny trade or caah discount*. 

11. Bid Informalities and Rejection: The City reserves the right to waive informalities not inconsistent with law or to reject any or all bids. 

12. A word t Unless otherwise specified in the Bid Document the City reserves the right to accept any item in the bid. Unleoo otherwioc stated in 
tho Bid Document bidders may submit proposals on any item or group of Items, provided however that the unit prices are shown as requested. 


18. 


14. 


IS. 


S& 


Payments: Partial payments may be made upon presentation of properly executed claim voucher unless otherwise stated in tho Bid Document. 
Tho final payment will ba made by the City when the materials, supplies or equipment has been fully delivered and accepted or the work com- 
plcticd to tha full oaliciaction of the City. 


BfrScSisr'a Bigna tore: Each propoa&l form muet be signed by tho bidder v^ith bio usual Bignature. All signatures should be in full. 

Bids hy partnership should include tho names of the partners composing tho partnership and must ba signed by one or mors of the partners In 
tho following manner: "John Jones and James Smith, d.b.a., Smith-Jones Company, by John Jones, a partner • 

Bids by corporations must bo signed with the names of the corporation, followed by tho signature and designation of the president, vice-president, 
or percon authorised to bind it in the matter. 

The ouecsacful bidder, or contractor, agrees that he will comply with Indiana Acta 1961, chapter 208, .action 10. being Burns Indiana Statute 
40-2816-1804 supplement requiring such bidder, contractor, or his subcontractor not to discriminate with respect to hiring, tenure. terms, condl- 
tionc, or prlvll <££03 of employment because of race, color religion, national origin or ancestry. 


Unless otherwise specifically indicated under tha Individual listing in th. legal advertisement or invitation to bid, all bids shall be subject to 
Cb« following. 

n) A Bid bond, deposit of cash, certified chock or Bank Coohlere Check, in tha amount specified, drawn on e solvent bank payable to tho 
City of Fort VTsyna or to tha contracting division thereof. 

Too euccosaful bidder will ba required to furnish a bond or Certified Check on a solvent bank, payable to the City, of Fort Wayne w 
to tho contracting division thereof, in tho amount specified in the notice of bids wanted or tho Invitation to bid, as a guarentes for too 
faithful psrion.qj.nce thereof. 


b> 


BabreiEcScn and Receipt of Bid,: 

e) Proposals, to receive consideration, must ba received prior to the specified time of cloning as deolgnetod In the Invitation, 
b) Bidder, must urn the Bid Document proposal form furnished by tha City as nono other will ba accepted. Proposal forme must bo returned 
intact, Remot'l'.l of any part thereof may Invalidate the bid. 

el Bidders arc iMUMtcd to um the Bid Envelop, if furnished by the City, or other similarly Identified envelope to assure proper handling. 

Envelopes cbould bo scaled whoa submitted with information on the face of the Bid Envelope to identify the bid, e.g„ Bid Inference r.umW 
end data of closing end City Agency involved. 

&) Separata proposals must be submitted on each reference number. 

«) Pro***!* having any erasure* or correction, thereon may be rejected unices explained or noted over th. signature of the Udder. 










ITEM 1 
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Specifications for One (1) Passenger Car (Fire Chief's) second line or better, 
including all equipment listed as standard in manufactuer's printed literature 
describing the vehicle, unless superceded by special equipment specified herein. 

*3 *-/, S ’ 

^ 7.00 



Base Price: 

$ ‘ 


Freight: 

$ 

1. Year: 

197U. 

$ 

2. Body Type: 

Four (L) Door Sedan. 

$ 

3. Color: 

Red, Cloth - Vinyl interior 
(Black) 

$ 

I4. Glass: 

All tinted. 

$ 

3. 'Wheelbase; 

121" minimum. 

$ 

6. Engine Type: 

V-8. 

$ 

7. Engine HP: 

163 Net H.P. 

$ 

8. Engine Cu. In: 

3!?0 Cu. In. 

d 

9, Full Wheel Covers: 

Required. 


10. Glove Box Light: 

11. Rear Axle: 

Required. 

$ 

Performance axle, approximately 
3.08 gear ratio. 

$ 

12. Transmission: 

Automatic, H.D. 

$ 

13. Windshield Wipers: 

2 Speed electric w/washers. 

•3 

lit. Sun Visors: 

Dual. — • 

$ 

15>. Arm Rests: 

Dual. 


16. Seat Belts: 

Front & rear, 6000 lb. test, 
metal to metal black. 

-s 

17. Tires (5): 

HR78-15 steel belted radial tires 
white strips. 

y 

$ 

18. Charging System: 

100 Amp. alternator, regulator 
low cut-in. 

4> 

19. Body Side Molding: 
(Protective) 

Required. 

d 

20. Electrical System: 

12 Volt. 

d 

21. Mirrors: 

Left & right outside, inside 
rearview, inside control on left 
side mirror. 

$ 


O 0 


'Z.&./O 




^7 7 ^ 
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ITEM I (Continued)- 


22. Heaters: Deluxe fresh air &. defroster, 

rear window defroster, electric 
preferred. 

23 . Brakes: H.D. Pow.r oisc on front via. 

2 L 4 .. Special ugi'i.j'.iieuo, Police and Cuassis: 


3 50 


A. Heavy Duty oG Aup Hour Battery: 
3. Suspension for radial tires; 

C. Padded Dash; 

D. Li-Way Warning Flashers: 

E. Back Up-Lights: 

F. Trunk Light and Electric Lock: 


$ 


$_ 

$ 


$ 



G. A.M. Ra.dio: 


$ 

25 . 

Air Conditioning: 

Factory instailed-manual. 

$ 

26. 

Steering: 

Power. 

$ 

27 . 

Differential: 

Power lock or equal. 


28. 

Cigarette Lighter: 

Required. 

4> 

29 . 

Full Warranty: 

Required. 

6' 

Trade-In: 1967 Chevrolet 

$* 

hln ffiiD 


Total: 
Less Tax: 


Less Trade-in:- 
Less Discount: 
Total Net Price: 
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SPECIFICATIONS QUESTIONNAIRE 

I 

Bidders Proposal - To Be Completed 
By the Bidder 

1. Make: __JModel:_Year:_ 

2. Body: _-_ 

3. Color: __ 

U. Glass; ______ 

3. Wheelbase: ____. 

6 . Engine Type: ____ 

7 . Engine HP:_______ 

8 . Engine Cu.IN: _________ 

9. Full 'Wheel 0overs: _____ 

10. Glove Box Light: __ 

_l j_. ive c.x -Aj\lo • ___ ... .... ..... i. 

12. Tr an s mi s si on: ...... . . 

13. Windshield Wipers: ____.■ 

l]j. Sun Visors: ■____ 

19. Arm Rests: ____ 

16. Seat Belts:______ - 

17. Tires (3): ____ 

18. Charging System: _,__ 

19. Body Side Molding: .... . 

20. Electrical System: ____— 

21. Mirror si _____— 

22. Heaters: _____B_ 

23. Brakes: _____ _ _— 

2Uo Special Equipment: 

A. HoD. Battery: ______ 

B. Suspension: _______ 


G.' Padded Dash.: 
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ITEM I (Questionnaire Continued) Page 

D. Li-Way Flashers: 

E. Back Up-Lights: _ 

F. Trunk Lock & Light: _ 

G. A.M. Padio: ___ 

25. Air Conditioning: _ 

26 „ Steering: 

27. Differential: 

28. Cigarette Lighter: __ 

. Full Warranty: 


of 


29 
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Specifications for Two (2) Passenger Cars (Assistant Fire Chief's), Police 
Body and Chassis, including all equipment listed as standard in manufactuer's 
printed literature describing the vehicle, unless superceded by special 
equipment specified herein. 


1. Year: 


2. Body Type: 

3. Color: 


I;. Glass: 

3. Wheelbase: 

6 . Engine Type: 

7. Engine H.P.: 

b. nngine Cu. in.: 

9. Full dheel Covers: 

10. Glove Box Light: 

11. Rear Axle: 

12. Transmission: 

13. Windshield Wipers: 
lit. Sun Visors: 

15. Arm Rests: 

16. Seat Belts: 

17. Tires (3): 

Id. Charging System: 

19. Body Side Molding: 

(Protective) 

20. Electrical System: 

21. Mirrors: 


Base Price: 

Freight: 

197U.' 

Four (U) Door-Sedan. 

Exterior red, black vinyl 
interior. 

All tinted. 

121 " minimum. 

V-6, 

165 Neu ii.P. minimum. 

Cu. l._. .iitj.me:-. 

Required. 

Required. 

Performance axle, approximately 
3.03 gear ratio. 

Automatic, H.D. 

2 Speed electric, w/washers. 

Dual. 

Dual. 

Front & rear, 6000 lb., test, 
metal to metal buckle, black. 

HR78-15 Steel belted, radial with 
white strips. 

100 Amp alternator, regulator 
low cut-in. 

Required. 


12 Volt. 

Left & right outside, inside rear¬ 
view, inside control on left side 
mirror. 


$ H'Z 00 


, s 

u>_ 

s 


v 


$_ 

$ 


4* 


$ 


$ 




&l<00 


2%,/o 




bun? 


S 


£ 




























ITEM 

2 (Continued) 


Page 0 

of 

JO 

22. 

Heaters: 

Deluxe fresh air & defroster 
rear window defroster, electric 
preferred. 

D 


23. 

Brake s: 

H.D. Power disc on front min. 

4> 


2k. 

Special Equipment, Police 

Body and Chassis: 





A. HoD. Shock Absorber, 

front & rear: 


■ $ 



B. H.D. Springs, front & 

rear: 


$ 



C. H.D. Low Profile front seat; 


$ 



D. H.D. Radiator: 



$ 



E. H.D. 80 Amp hour battery: 


$ 



F. Front Stabilizer'bar: 



$ 



G. Padded Dash: 



$ 



H. .’Front & rear floor mats: 


$ 



I. Ip-Way Warning Flashers: 


$ 



Jo Back-Up Lights: 



6 



K. Police Calibrated Speedometer: 





Lo Trunk Light: 



$ 



Mo Trunk Lock (Electric) 

» 

t 


D 


23. 

Air Conditioning: 

Factory installed. 


$ 

4ou. lo 

26 . 

Steering: 

Power Steering. 


$ 


27. 

Differential: 

Power lock or equal. 


$ 

_ 

28. 

Cigarette Lighter: 

Required. 


$ 


29. 

Full Warranty: 

Required. 


$ 




Total: ^2, ? 

Less Tax: 


$ 




Less Trade-in: 


.**> 

h> 

go. oo 



Less Discount: 

Total Net D r i ce ; • 


$ 

4> 

2/m ?o 

727 X. 































ITEM 2 


Page 9 of 13 


SPECIFICATIONS QUBSITOMNAIRE 

Bidders Proposal - To Be Completed 
By the Bidder 


1. 

Year: j A1 Z 

Model: /<^ V/ Make: PP ^AIOOFt/ 

2; 

Body: V 

DJZ 3a Ft D A a/ 

3. 

Color: /ZLO 

U. 

Glass: A/MTE'D 

3. 

Wheelbase: 

/%'Z-" 

6. 

Engine Type: 

I/-8 

7. 

Engine H.P.: 

/b P /Ftr F 

8. 

Engine Cu. In: 

ti&o " 

9. 

Pull Wheel Covers: 


10. 

Glove Box Eight: 


11. 

Rear Axle: 

z? tZfrT/b 

12. 

Transmission: 

% a? fe'/fi? /Qorcrt&r/c 

13. 

'Windshield Wipers: 

1 &IEC7&/C 

1U. 

Sun Visors: 

pCJAr L~ 

13. 

Arm Rests: 

ly O A L - 

16. 

Seat Belts: / H-' /ZEE fPL 

17. 

Tires (3): &00_D *&/&ZfL //g7£* /F 

18. 

Charging System:- 

/OF AMP 7 APT, 

19 o 

Body Side Molding: 

yE- A 

20. 

Electrical System: 

J'Z \/0£PT 

21. 

Mirrors: /?EAK I/O /&=MOTE /-^A7 ( FM/i7 

22. 

Heaters: M/ZFFH A IF /ZBAfZ LJ/POOc<J pFFOGGBF 

23. 

Brakes: - £USC £/Z.CrA~f 

2h. 

Special Equipment: 



A. H.D, Shock Abs 

orders: // C?' 


B, H.D. Springs: 

A !>, 


C. H.D. Front Sea 

b: M.P, 
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D. 

K.D. Radiator: 

Mp, 

E. 

H.D. Battery: 

/i p. 

F. 

Front Stabilizer bar: 

t~{‘ p* 

G. 

Padded Dash: 


H. 

Front & Rear Mats: 


I. 

U-Way Flashers: 

ip .$> 

J. 

Back-Up-Lights: 

yp p 

K. 

Police Speedometer: 


L. 

Trunk Light: 

y^ 

M. 

Trunk Lock: . 


Air Conditioning: FpPTOfZ. Y ■ / 


26. Steering: _ CO _ 

27. Differential: iP - &£Z/P _ 

28. Cigarette Lighter: y'ir'tS? _ ■ 

29. Full Warranty: / PiPfiP?- ^ /'ZjOcO Ad ! 
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Form DP 8 


Page 


Reference No. 


-13 

of 

^9 


NON-COLLUSION AFFIDAVIT 


STATE OF INDIANA, 


COUNTY | SS ” 


The undersigned bidder or agent, being duly sworn on oath, says that he has not, nor has any other 
member, representative, or agent of the firm, company, corporation or partnership represented by him, 
entered into any combination, collusion or agreement with any person relative to the price to be bid by 
anyone at such letting, nor to prevent any person from bidding nor to induce anyone to refrain from bid¬ 
ding, and that this bid is made without reference to any other bid and without any agreement, under¬ 
standing or combination with any other person in reference to such bidding. 

He further says that no person or persons, firms, or corporation has, have or will receive directly or 
indirectly, any rebate, fee, gift, commission or thing of value on account of such sale or contract. 



Bidder or Agent 


For 


Subscribed and sworn to before me this 
My Commission Expires 

_ -F0 Jj-irJOL _ 


Firm or Corporation 

vf_day of__, 19 


P 


C 
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Form DF-6 
Short Form 


News 

Sentinel X 
Journal 
Gazette X 


Other 


REQUEST FOR PUBLICATION 


Page 


of 


DATE December 7, 1973 

Kindly publish the following 
.advertisement on the dates as 
shown and issue invoice to * 


* Department 
Address 


Fire Department 

3rd Fir., City-County Bldg. 

One Main St., Ft. Wayne, Ind. U6802 


Department of Purchases 
City of Fort Wayne 


By, 


C 4-yi 




xy 


t/ 


BIDS WANTED - REFERENCE NO. 59? 


Sealed Proposals will be received by the City of Fort Wayne at the 

Office of Department of Purchases, Number One Main Street, Room 

470, Fort Wayne, Indiana, until 10:30 A.Mo, Thursday, December 20, 1973 

_for the following items: 


Three (3) Passenger Cars 


Bid Forms, specifications, etc., may be obtained upon application at 
the office and address given above, ^ 0 £ 

A Bid Bond or Certified Check in the amount of $ __ 

______must be submitted with the bid, 

: . Department of Purchases 

City of Fort Wayne 
By A.T. Demetroff 
Director of Purchases 

INSERT 1st RUN REPEAT 2nd RUN Type of Advertising Required 


December 10, 1973 


December 17, 1973 


IEGAL NOTICE X 
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Page....ir;. ot...Ll 


PROPOSAL AND BID SURETY FORM 

PROPOSAL: 

In compliance with the foregoing invitation to bid and subject to all of the conditions thereof the undersigned offers 
and agrees, if this bid is accepted within a reasonable time from date of opening of bids, to enter into a contract in ac¬ 
cordance with the prices stated herein. 

The Legal Advertisement, General Conditions, Instructions to Bidders, Information for Bidders, Special Conditions, 
Specifications, and Plans applying form a part of,this proposal. 

This proposal is supported by the following bid surety as required by law and signatures affixed thereto constitute 
both a proposal and bid surety executed by the bidder. 

BID SURETY (REQUIRED BY LAW): 

BOND FORM: (USE THIS BOND FORM—-NO ALTERNATE FORM OF BOND WILL BE CONSIDERED). 

KNOW ALL MEN BY THESE PRESENTS', THAT we, the undersigned, are held and firmly bound unto the City 
of Fort Wayne, State of Indiana, in the sum of........ 

..............Dollars, 

to be paid on demand to said City of Fort Wayne, its successors and assigns for which payment well and truly to.be 
made, we hereby bind ourselves, our heirs, successors, executors, and administrators, jointly and severally firmly by 
these presents. 


The condition of this obligation is such that if the bid or proposal attached hereto and made a part hereof and submitted 
to the within named division of the City of Fort Wayne or its duly constituted agent, is accepted and a contract awarded 
to the undersigned bidder and the said bidder shall within ten (10) days after notice of said award enter into a contract 
with the said City of Fort Wayne, State of Indiana, and shall secure the performance of the same by bond or otherwise 
as may be required to the satisfaction of the City of Fort Wayne, Indiana then this obligation shall be null and void; 

otherwise to be in full force and effect. ... 

« a corporate surety is furnished, if is necessarv 

BID CHECK (ALTERNATE FORM OF SURETY): that a certificate authorizing the "nttorncydn-fact” 

Certified ® i * a the boud aceoiupanyiag fee same. 

Cashiers D Check No. . in the_ sum of 


— _i cZ??' 

..m:......... 


Dollars 


on ........;..... ...X.. .....„..... Bank 


of .................... 

is herewith submitted and deposited in lieu of bond under the same terms and conditions as set forth in the above bond. 
Note: If Check is used as Bid Surety—Attach here. 


SIGNATURES'(BID SURETY AND PROPOSAL): 




Witnessed by: 

A A - Av 


/ f 





Name of Bi^i3e^-Print or Type 


gnature of Person Authorize*} to Sign 


OTHER PARTIES INTERESTED IN 
THIS PROPOSAL 

(See 14—Signatures under General Conditons, etc.) 
List all Parties if Partnership 


l/aJtO/J .-3 7T. 

Street Name and Number 

. 

City, State and Zip Code 


Date . 


.L^J.±h3. . 


Witnessed by: 


SURETY 


Name of Company — Print or Type 


Incorporated, 

In the State of; 




Address.. 


By.. 


|%» m Pit* 












































Admn. Appr.__ 

DIGEST SHEET 

TITLE OF ORDINANCE Ordinance approving the purchase of two (2) 1974 Plymouths 
without trade. . ... . ... . .... 

DEPARTMENT REQUESTING ORDINANCE Fire Department _ 

SYNOPSIS OF ORDINANCE Ordinance will allow the' additional inspector in the 
Fire Prevention Bureau to have a vehicle as per National Loss Control Study.. Wil l 

f 

also allow the transfer of the- 1966 Scout from the. Buread to be used by the Comba t, 
Maintenance, and Training Divisions as a utility vehicle capable of snow plowing etc. 
The ordinance will also enable the Combat Division to replace two (2) of their 
vehicles with mileage in excess of 60,000 miles. 


EFFECT OF PASSAGE Will be able to comply with the National Loss Control Study 
and replace two (2) vehicles in the Combat Division for emergency responses. 

EFFECT OF NON-PASSAGE Have a vehicle shortage in Fire Prevention Bureau 
and continue using two (2) vehicles with excessive mileage on emergency runs. 

MONEY INVOLVED (Direct Costs, Expenditures, Savings) $7,278.46 


ASSIGNED TO COMMITTEE (J.N.) 




































7^-01'O? 

TITLE OF ORDINANCE Ordinance approving the purchase of one (1) 1974- Pontiac 
with trade in. ....... 

DEPARTMENT REQUESTING ORDINANCE Fire Department _ 

SYNOPSIS OF ORDINANCE Ordinance will allow replacing a 1967 Chevrolet that 
has excessive mileage and high maintenance cost. • 



EFFECT OF PASSAGE Reduction of maintenance costs and a safer operation for 
the Fire Department. __ 


EFFECT OF NON-PASSAGE Must continue operating with an unsafe vehicle 
and endure the rising maintenance expenses. 

MONEY INVOLVED (Direct Costs, Expenditures, Savings) $3,823.99 with trade 


ASSIGNED TO COMMITTEE (J.N.) 





























